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patent system; the entire program 
promises to be of considerable inter- 
est. Other chairmen for the session 
are Dr. Don E. Francke, Chairman 
of the Department of Hospital Phar- 
macy, University of Cincinnati and 
Joseph A. Oddis, Executive Director 
of the American Society of Hospital 
Pharmacists. 


Industry Bulletins — Nitrofurantoin 
in 50 and 100 mg. tablets will be mar- 
keted by Lederle under the trade- 
name Cyantin and by Rachelle 
Laboratories as Furachel . . . A. H. 
Robins’ Donnatel elixir is now avail- 
able in a 5 ml. unit dose package. . . 
Eaton Labs has developed a drug 
interaction program which includes a 
guide for physicians, a lay language 
leaflet for patients and a poster re- 
minding the patient to advise the 
doctor of all drugs he is taking. 
Materials are available from Eaton 
sales representatives .. . A new dos- 
age form of injectable Valium, a 2 
ml. disposable syringe, has been in- 
troduced by Roche . . . Parke, Davis 
has reported success in clinical trials 
of Humafac, a preparation to control 
bleeding in hemophilia A sufferers. 
The product must await FDA ap- 
proval and no marketing date has 
been set . . . Oxytocin and repository 
corticotropin have been added to 
Wyeth’s Tubex line of unit dose in- 
jectables . . . A prefilled two com- 
partment (powder-liquid) syringe 
has been announced by Century Labs; 
the syringes are tradenamed Wedry 
. .. More news in prefilled injectables 
is Bristol’s announcement of six 
emergency medications available in 
5 to 50 ml. disposable syringes .. . 
Lithium carbonate capsules indicated 
in the control of manic episodes are 
now being marketed by Philips 
Roxane. 


News Briefs — Dr. John Adriani, 
chairman of the AMA Council on 
Drugs, says that the association’s new 
drug compendium will list most com- 
bination drugs, but (with a few ex- 
ceptions) will specifically state that 
their use is not recommended. The 
volume, entitled AMA Drug Evalua- 
tions will be available early next year 
. . « “Voices-12/60,” a monthly cas- 
sette tape communications program 
for pharmacists sponsored by the 
ASHP, will begin in January ... 
According to a recent American En- 


terprise Institute report, prescription 
drug prices have declined by eight 
to ten percent since 1960. An aver- 
age prescription costs more, say the 
authors, because the number of doses 
per prescription has increased by 27 
percent . . . The American Pharma- 
ceutical Association has announced 
that it is developing a model agree- 
ment that would authorize the phar- 
macist to select the source of the drug 
product when a physician prescrfbes 
by brand name, emphasizing that 
such brand substitution does not 
constitute selecting a new or different 
drug entity from that prescribed . . . 
A new list of USP reference standards 
may now be obtained by sending a 
stamped return enlevlope to the USP, 
4630 Montgomery Ave., Bethesda, 
Md. 20014 . . . The University of 
Arizona College of Pharmacy will 
conduct the Fourth Annual South- 
western Clinical Pharmacy Seminar, 
February 12-14, at the Pioneer Inter- 
national Hotel, Tucson . . . A training 
course in radiological health for 
pharmacists will be presented Febru- 
ary 1-5 in Bethesda, Md. Also dealing 
with this subject is a booklet, Precau- 
tions in the Management of Patients 
Who Have Received Therapeutic 
Amounts of Radionuclides, available 
for $1.50 from the National Council 
on Radiation Protection and Measure- 
ments .. . The Winter Meeting of the 
Virginia Society of Hospital Pharma- 
cists will be held in Richmond on 
January 16. 
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